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TECHNICAL GAS-ANALYSIS
to be analysed to pass through tube A, until all air has been driven out According to whether this is done by pressure or by aspiration, either tap a or tap b is closed first, in order to have
FIG. 38.
the gas under the pressure of the outside atmosphere. Tap a is put in such a position that the inner end of its longitudinal bore is turned outwards.